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Q AVILA BEACH, CA 
Status: Active 
Pliant name: Diablo Canyon Nuclear 
Power Plant, Unit 2 
Current license expires in 2025 





Source: United States Nuclear Regulatory Commission, Data as of October 2021. Ie 


